FOIAOOI :03348457 


To: Getto, Leila[leila_getto@ios.doi.gov] 

From: Swink, Suzanne 

Sent: 2017-12-19T13:08:04-05:00 

Importance: Normal 

Subject: RE: 

Received: 2017-12-19T13:08:40-05:00 

Thank you 

From: Getto, Leila [mailto:leila_getto@ios.doi.gov] 
Sent: Tuesday, December 19, 2017 12:02 PM 
To: Swink, Suzanne 

Subject: 

kate's assistant... 


Tracie L. Lassiter 

U.S. Department of the Interior 

Office of the Secretary 

Land & Minerals Management 

1849 C. Street, NW, Room 6615 

Washington, DC 20240 

(o) 202-208-6734 

(f) 202- 208-3619 

Tracie Lassiter@ios.doi.gov 


her new acting (I think acting) COS - Jill moran 

202-208-4114 

i cmoranfSiblm. gov 


Leila Sepehri Getto 
U.S. Department of the Interior 
Immediate Office of the Secretary 
Deputy Director, Scheduling and Advance 





FOIAOOI :03348457 


Direct: (202) 208-5359 
Cell: (202) 706-9435 



